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Warriors 
Narrowly 
Top Jags 


ARLINGTON — 
Wakefield’s Warriors just 
managed to escape with a 53- 
50 Northern District AAA 
victory over Falls Church at 
Wakefield last night. 

Falls Church, now winless 
in five games, threatened to 
upset the Warriors and the 
Jaguars were in the game up 
until the last minute. 

Wakefield pulled into a 51- 
47 lead with just over a 
minute to play when Bill 
Harris made two free throws 
and a technical foul to narrow 
the Warriors’ lead to 51-50. 

Falls Church had the ball 
with 30 seconds remaining 
when Wakefield intercepted 
an inbounds pass. Jay Collins 
was fouled seconds later and 
converted both shots to 
provide the Warriors with 
their final three-point 
margin. 

Wakefield won the game at 
the foul line where they 
converted 13 of 14 attempts. 
Falls Church made 10 of 19 as 
the teams were even from the 
floor, each scoring 20 
baskets. 

Bob Haithcock and Mark 
Hicks kept the Warriors in 
the game in the second half. 

Haithcock, who wound up 
with 19 points, scored eight in 
the third quarter while Hicks 
had 10 of his 18 in the fourth 
period. 


FALLS CHURCH 
Player FG FT Pts 
Parker 3^ x: 
Mathieson 4 0 8 
Keller 8 1 .17 
Randle 1 1 3 
Harris 2 6 Y 
TOTALS 20 10 5 

WAKEFIELD 
Player FG FT Pts 
Haithcock 6 7; » 
Hicks 9 0 w 
Drayton 1 0 2 
Crawley 2 0 4 
Collins 9.32.72 
Wilkerson 2 E B 
TOTALS 20 13 S53 
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